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Objectives. Since few studies on surgical training and learning curves have been performed, majority of inexperienced sur- 
geons are anxious about performing operations. We aimed to access the results and learning curve of septoplasty with 
radiofrequency volume reduction (RFVR) of the inferior turbinate. 

Methods. We included 270 patients who underwent septoplasty with RFVR of the inferior turbinate by 6 inexperienced 
surgeons between January 2009 and July 2011. We analyzed success score, cases of revision, cases of complication, 
operation time, and acoustic rhinometry. 

Results. Success score was relatively high and every surgeon had few cases of revision and complication. No significant dif- 
ference was found in success score, revision, complication case, or acoustic rhinometry values between early cases 
and later cases. Operation time decreased according to increase in experience. However, there was no significant dif- 
ference in the operation time after more than 30 cases. 

Conclusion. We can conclude that 30 cases are needed to develop mature surgical skills for septoplasty with RFVR of the 
inferior turbinate and that training surgeons do not need to be anxious about performing this operation in the un- 
skilled state. 
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INTRODUCTION 

Septoplasty is one of the most commonly performed rhinologic 
procedure and basic surgery that should be learned. However, 
the learning of septoplasty is quite difficult due to limited surgi- 
cal view, diverse deviations of nasal septum and few hands-on 
practice courses. Therefore, septoplasty is hard to be trained, and 
inexperienced surgeons have a fear of unsatisfactory results and 
side effects such as a saddle nose and septal perforation. 

The studies of learning curve have been mostly done about 
laparoscopic surgery and financial aspects for training residents 
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in Western countries [1-4]. In the field of rhinology the study of 
learning curve was usually performed about endoscopic sinus 
surgery [5-7]. To date, only two studies about learning curve of 
septoplasty were addressed [8,9]. One study focused on intro- 
ducing the quick septoplasty technique and compared the re- 
sults of only two surgeons; a senior and junior surgeon [9]. The 
other study didn't include enough cases to compare the results 
and the authors classified groups into surgeon's level, even though 
the cases of each surgeon's level were different [8]. Furthermore, 
all of two articles didn't deal with the satisfaction of patients 
and the degree of correction which are most important result of 
the surgery. 

Since deviation of nasal septum mostly accompanies hyper- 
trophy of inferior turbinate, septoplasty is usually performed 
with turbinoplasty However, no study about learning curve of 
septoplasty with turbinoplasty exists. 

Therefore, we wished to know the surgical results and learn- 
ing curves of septoplasty with turbinoplasty performed by sev- 
eral inexperienced surgeons. 
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MATERIALS AND METHODS 

Subjects 

Between January 2009 and July 2011, patients who underwent 
septoplasty with turbinoplasty (due to deviation of nasal septum 
with inferior turbinate hypertrophy and a complaint of nasal 
obstruction) in our department were included in this study. Ex- 
clusion criteria included a follow-up period of less than a year 
and inadequate chart records. During the period, 6 surgeons, 
who were ENT residents trained in our department, began to 
perform septoplasty with turbinoplasty during the second year 
of their practice and continued the surgery until their fourth year. 
Three surgeons (surgeons A, B, and C) operated on between 30 
and 60 patients, while the other 3 surgeons (surgeons D, E, and 
F) conducted operations on over 60 patients. We included the 
first 30 patients of surgeons A, B, and C and the first 60 patients 
of surgeons D, E, and F, using the sequential order of the opera- 
tions performed. Therefore, a total of 270 patients and 6 inexpe- 
rienced surgeons were included in this study. The patients re- 
cruited to this study were combined and stratified into several 
groups to allow comparison of surgical results. 

Parameters 

Success score, cases of revision, cases of complication, operation 
time, and acoustic rhinometry values were analyzed by a retro- 
spective chart review. Success score was rated on a 3 -point nu- 
merical scale according to assessment by a senior surgeon (JSK), 
and the degree of symptom improvement as rated by the pa- 
tients (3, well corrected deviation of the nasal septum and no 
nasal obstruction; 2, existence of remnant deviation or partially 
relieved nasal obstruction; 1, poorly corrected deviation and no 
symptom improvement). If patients complained of persistence 
of nasal obstruction and prominent septal deviation was observed 
in spite of surgery, revision septoplasty was conducted by the 
senior surgeon. All revision operations were performed within a 
year from the first operation, which is within a follow-up period 
of this study. Surgical complications included septal perforation, 
hematoma, septal abscess, synechia, saddle nose, and postopera- 
tive bleeding. Operation time was recorded in minutes and de- 
fined as the period from draping of the patient to packing of the 
nasal cavity. Minimal cross-sectional area (MCA) gap and vol- 



Table 1. Types of severity for septal deviation 



Type 


Description 


Score 


Mild 


Deviation less than half the total distance to the 
lateral nasal wall 


1 


Moderate 


Deviation more than half the distance but less 
than touching the lateral nasal wall 


2 


Severe 


Deviation touching the lateral nasal wall 


3 



The types of severity for septal deviation were proposed by Jin et al. [10] 
and we modified it by rating the types on a numerical scale. 



ume gap were used to analyze the outcome of acoustic rhinom- 
etry. MCA gap is defined as the difference between the preoper- 
ative MCA value of acoustic rhinometry on the convex side of 
the septum and the postoperative MCA value. Volume gap is de- 
fined as the difference between the preoperative volume value 
(up to 5.4 cm) of acoustic rhinometry on the convex side of the 
septum and the postoperative volume value. 

Since all patients were assigned to the surgeons in sequential 
order of operation, a selection bias did not occur. In order to 
confirm an absence of the bias, severity and classification of sep- 
tal deviation as well as the value of preoperative acoustic rhi- 
nometry were compared between the groups. Severity of septal 
deviation were classified into 3 types and rated on 3-point nu- 
merical scale for the comparison (Table 1). Classification of sep- 
tal deviation was stratified into 4 types and rated on 4-point nu- 
merical scale (Table 2). These classification systems for septal de- 
viation (Tables 1, 2) were proposed by Jin et al. [10]. and we 
modified it by rating the types on a numerical scale. 

Surgical technique 

Septoplasty was performed under local anesthesia, except in the 
first patient of each surgeon. During the first surgery of each 
training surgeon, the senior surgeon guided and taught tech- 
niques to the training surgeon under general anesthesia. After 
local infiltration, hemitransfixion incision was performed on the 
concave side of the nasal septum. The mucoperichondrium and 
mucoperiosteum flaps were elevated, and separation between 
the cartilaginous and bony portions of the septum was carried 
out. Correction of the bony portion by fracturing and removing 
the overlapping portion was performed and the crest or spur as 
well as any excessive septal cartilage were trimmed. Then, the 
septum was repositioned into the midline and an anchoring su- 
ture was carried out to fix the septum into central portion. Last- 
ly, the flap was closed with sutures, and quilting sutures and na- 
sal packing were performed to prevent hematoma. 

Septoplasty was followed by turbinoplasty. The turbinoplasty 
technique involved radiofrequency volume reduction (RFVR) 
with a coblator (ReFlex 45 wand, Arthrocare Co., Sunnyvale, 
CA, USA). Coblation was performed at several sites for 4 to 10 
seconds depending on the degree of hypertrophy of the inferior 
turbinate, with the power output level set to 4. 



Table 2. Types of classification of septal deviation 


Type Description 


Score 


1 Localized deviation including spur, crest 1 


II Curved/angulated deviation without localized deviation 


2 


III Curved/angulated deviation with localized deviation 


3 


IV Curved/angulated deviation with associated external 
nasal deviation 


4 



The types of classification of septal deviation were proposed by Jin et al. 
[10] and we modified it by rating the types on a numerical scale. 
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Statistical analysis 

Data were analyzed using SPSS ver. 18.0 (SPSS Inc., Chicago, 
IL, USA). Success score were tested using Mann- Whitney test. 
Operation time and acoustic rhinometry values (MCA, and vol- 
ume) were tested with unpaired t-test. Cases of revision and 
complication were tested with Fisher exact test. Kruskal-Wallis 
test (for scores of severity and classification of septal deviation) 
and one-way analysis of variance (ANOVA; for preoperative 
acoustic rhinometry values) were used to analyze the differenc- 
es between early cases and later cases in order to avoid the pos- 
sible bias that early patients may have been easier cases. Differ- 
ences were considered significant when the P- value was <0.05. 

RESULTS 

In baseline characteristics of total 270 patients, the number of 
male and female was 173 and 97, respectively. A mean age was 
35.7+14.0 years (range, 15 to 78 years) and a mean period of 
postoperative follow-up was 23.1 + 7.1 months (range, 12 to 42 
months). 

No significant improvements in success score, cases of revision, 
cases of complication, or acoustic rhinometry values were shown 
between the first, second, and third 10 cases of the combined 
cases of surgeons A, B, C, D, E, and F (Table 3). Cases of compli- 
cation during second 10 cases (2 cases of 60) were fewer than 
that of during first 10 cases (7 cases of 60), but there was no sta- 
tistical difference (P= 0.163). Among the 7 cases of complication 
occurred during first 10 cases, synechia, septal perforation, and 



epistaxis happened in 4, 2, and 1 case, respectively. Since the 
size of synechia and septal perforation was small, the patients 
did not present symptoms including nasal obstruction, crust, 
whistling sound. Therefore, operation for correcting a complica- 
tion was not performed. Operation time decreased consecutive- 
ly in accordance with an increase in operated cases and it was 
statistically significant (between first and second 10 cases, P= 
0.013; between second and third 10 cases, P=0.003). 

The combined cases of surgeons D, E, and F were analyzed in 
order to determine learning curve (Table 4). The analysis showed 
that only operation time was consistently decreased with expe- 
rience. A statistically significant decrease in operation time was 
showed up to 30 cases. After 30 cases, the operation time con- 
tinued to decrease, but no statistical significance was shown. Fig. 
1 also shows that decline in operation time was steep up to 30 
cases, but then became more gradual over the next 30 cases. 
Comparison of each 10 cases indicated that success score, cases 
of revision, cases of complication, MCA gap, and volume gape 
were not significantly improved. However, the incidence of com- 
plication was meaningfully decreased between the first 10 cases 
(6 cases of 30) and the groups with more than 30 cases (no case 
of30;P=0.024). 

Kruskal-Wallis test and ANOVA revealed that there were no 
significant differences in the score of the degree of septal devia- 
tion and preoperative MCA and volume acoustic rhinometry 
values between early cases and later cases (from first to sixth 10 
cases) of the 6 surgeons (Table 5). 



Table 3. Surgical outcomes and statistical analysis of septoplasty with RFVR of the inferior turbinate for combined cases (surgeons A-F) 



Cases 


Success score 


Case of revision Case of complication Average operation time (minutes) 


MCA gap (cm 2 ) 


Volume gap (cm 3 ) 


1-10 


2.46 ±0.55 


2 7 


116.8+24.7 


0.244 ±0.129 


1.81 ±0.97 


11-20 


2.50 ±0.53 


1 2 


107.3+21.7* 


0.255±0.141 


2.25 ±1.04 


21-30 


2.52 ±0.54 


1 3 


96.5±21.0 t 


0.257 ±0.1 43 


2.15 + 1.01 


RFVR, radiofrequency volume reduction; MCA, minimal cross-sectional area. 








*P=0.013 vs. the group of cases of 1-10; *P=0.003 vs. the group of cases of 1 1-20; Other values showed no significant differences compared to those of 


following 10 cases. 










Table 4. Surgical outcomes and statistical analysis of septoplasty with RFVR of the inferior turbinate for combined cases (surgeons D-F) to as- 


sess the learning curve 










Cases 


Success score 


Case of revision Case of complication Average operation time (minutes) 


MCA gap (cm 2 ) 


Volume gap (cm 3 ) 


1-10 


2.31 ±0.48 


0 6* 


114.1 ±25.4 


0.244 ±0.131 


1.97+1.01 


11-20 


2.54 ±0.55 


0 2 


106.1+20.3+ 


0.279 ±0.1 49 


2.40+1.23 


21-30 


2.46 ±0.41 


0 2 


98.8+21.2* 


0.307 ±0.1 53 


2.18+1.17 


31-40 


2.46 ±0.43 


0 0 


91.8+19.3 


0.247 ±0.1 33 


2.2011.13 


41-50 


2.62 ±0.57 


0 0 


88.7±17.9 


0.250 ±0.1 37 


2.32+1.21 


51-60 


2.64±0.61 


1 0 


85.3 ±17.3 


0.312±0.1.54 


2.52+1.25 



RFVR, radiofrequency volume reduction; MCA, minimal cross-sectional area. 

*P=0.024 vs. the groups of more than 30 cases (cases of 31-40, 41-50, and 51-60); *P=0.049 vs. the group of cases of 1-10; *P=0.038 vs. the group of cas- 
es of 1 1-20; Other values showed no significant differences compared to those of following 10 cases. 
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No. of surgeries 



51 



Table 5. Analysis of difference in the degree of SD (using Kruskal- 
Wallis test) and preoperative acoustic rhinometry (using one-way 
ANOVA) between early and later cases for combined cases (sur- 
geons A-F) 



Cases 


Severity of 
SD 


Classification 
ofSD 


Preoperative 
MCA (cm 2 ) 


Preoperative 
volume (cm 3 ) 


1-10 


1.56+0.64 


2.74+0.69 


0.203 + 0.148 


3.81+1.38 


11-20 


1.52+0.58 


2.64+0.80 


0.184+0.146 


3.32 + 1.33 


21-30 


1.58 + 0.61 


2.80+0.53 


0.236 + 0.152 


3.90 + 1.40 


31-40 


1.54+0.71 


2.77+0.57 


0.198+0.139 


3.45 + 1.30 


41-50 


1.55+0.59 


2.81+0.71 


0.232+0.150 


3.44 + 1.41 


51-60 


1.50+0.60 


2.69+0.59 


0.217 + 0.144 


3.77 + 1.33 



Fig. 1. Operation time of cases operated on by surgeons D-F. 



No significant differences were shown in the score of the degree of SD 
and preoperative acoustic rhinometry values between early cases and lat- 
er cases (from first to sixth 10 cases) of the 6 surgeons. 
SD, septal deviation; MCA, minimal cross-sectional area. 



DISCUSSION 

Deviation of the nasal septum is a common anatomic variation 
and frequently causes nasal obstruction. Septoplasty is needed 
to relieve the uncomfortable symptom of nasal obstruction. Al- 
though septoplasty is a basic surgery, learning to perform this 
procedure is very difficult for the following reasons. First, the 
surgical view of septoplasty is highly limited. Although endo- 
scopic septoplasty has recently been performed by some sur- 
geons, the majority of septoplasty is conducted with the naked 
eye. Therefore, even the main assistants of this surgery cannot 
sufficiently observe the procedure due to a limited view. Second, 
deviation of the septum differs between individuals and various 
types of deviation exist. For this reason, diverse techniques are 
required as the occasion demands [11,12]. Third, unlike endo- 
scopic sinus surgery and rhinoplasty, few hands-on practice cours- 
es for septoplasty are held. Hands-on practice courses teach ba- 
sic surgical anatomy and techniques as well as the experiences 
of senior surgeons. However, the availability of septoplasty 
practice courses is not abundant compared to other surgeries. 

In addition to the reasons mentioned above, insufficient stud- 
ies on the learning curve and operation results of inexperienced 
surgeons cause anxiety about performing septoplasty in unskilled 
and beginner surgeons. The first study on the learning curve of 
septoplasty was performed by Liu et al. [8] in 2009. They includ- 
ed 4 ENT surgeons trained in the same tertiary referral medical 
center from the second to fifth year of their practice. The pa- 
tients of the 4 surgeons were combined and assessed regarding 
average operation time, hospital stay, and complications. Three 
minor complications occurred and these were handled easily. 
Therefore, the authors concluded that septoplasty is an easy and 
safe procedure. However, they came to the conclusion that it 
takes 5 years to train a surgeon to perform septoplasty without 
giving a proper reason or explanation. Furthermore, since the 
patient numbers of each level of surgeon ranged from 12 to 23, 



comparison of the results by surgeon level may have led to inac- 
curate analyses. To avoid these possible drawbacks, we stratified 
our patients into groups according to the order that operation 
was performed, since operation order reflects the experience of 
the surgeon. The second study by D Ascanio and Manzini [9] 
analyzed the operation time of septoplasty according to se- 
quence of operation, but the authors included only 1 senior and 
1 junior surgeon, and did not compare other surgical results 
such as the degree of correction of the nasal septum, symptom 
improvement, and acoustic rhinometry values. In addition, they 
focused on introducing a septoplasty technique called quick 
septoplasty. 

In this study, we included 6 surgeons and analyzed their surgi- 
cal results according to the order of the surgeries performed. As 
we expected, wih accumulation of surgical experience, the oper- 
ation time of all of the surgeons decreased continuously. How- 
ever, unexpectedly success score, cases of revision, cases of com- 
plication, and acoustic rhinometry values were not significantly 
different between patients operated on at an early stage and 
those operated on later. Even the results of the first 10 cases were 
satisfactory and comparable with the cases performed later. The 
occurrence of few cases of revision (6 out of 270 cases operated 
on by inexperienced surgeons) indicates that septoplasty with 
RFVR of the inferior turbinate performed by unskilled operators 
results in satisfactory surgical outcomes. Consequently, we con- 
cluded that septoplasty is a safe surgery with satisfactory results 
even when performed by inexperienced surgeons. 

In order to assess the learning curve of septoplasty, we com- 
bined the cases of surgeons D, E, and F and stratified them into 
6 groups of 10 cases, from the first to the sixth 10 cases. Opera- 
tion time significantly decreased up to 30 cases, but there was 
no statistical difference between the third and the fourth 10 cas- 
es, the fourth and the fifth 10 cases, or the fifth and the sixth 10 
cases. The graph showing the operation time of the 3 surgeons 
(Fig. 1) indicates that the operation time reached a plateau after 
30 operations. There were also statistically more complications 
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in the first 10 cases than in the groups with more than 30 cases. 
Therefore, we can assume that 30 cases are needed in order for 
a surgeon to become relatively skillful at septoplasty with RFVR. 

Since this is the first study to report the number of cases in- 
volved in the learning curve of septoplasty, we cannot compare 
our results with previous investigations. In studies on other sur- 
geries, Smith et al. [13] reported that the surgical results of endo- 
scopic transsphenoidal skull base surgery reached a plateau be- 
tween 18 and 34 cases. According to Soot et al. [14], 25 cases 
were required to attain surgical proficiency of laparoscopic fun- 
doplication. For aural atresia surgery, a learning curve of 32 ears 
was required to achieve stable short-term hearing results [15]. A 
learning curve of sialendoscopy was also achieved at 30 cases 
[16]. Although different surgeries show different learning curves, 
our results had a similar learning curve to several other surgeries. 

There are some possible limitations to interpreting the results 
of this study. First, since the range of success score, from 1 to 3, 
was narrow, it is possible that success score did not sufficiently 
reflect the success of the surgery. Therefore, we are now prospec- 
tively studying the learning curve of septoplasty with RFVR of 
the inferior turbinate by including visual analogue scale scores, 
from 1 to 10, for symptom improvement and a greater number 
of surgeons. Second, the accuracy and ability of acoustic rhi- 
nometry to determine the degree of nasal obstruction are con- 
troversial [17,18]. However, acoustic rhinometry is still a useful 
tool to objectively detect the degree of septal deviation, and is 
widely used for treatment as well as investigational studies. 
Third, there is a possibility that the surgeons selected easier cas- 
es when they were in a more inexperienced state. Moreover, the 
severity and classification of septal deviation could affect the re- 
sult of operation time. Therefore, we analyzed the differences in 
the score of the degree of septal deviation and preoperative 
acoustic rhinometry values between the early and later 10 cases 
(from first to sixth 10 cases) of the 6 surgeons with Kruskal-Wal- 
lis test and ANOVA. No difference existed between the groups. 
Therefore, easier cases were not assigned to more inexperienced 
surgeons. In reality, the patients were randomly allocated to the 
surgeons regardless of the level of difficulty. 

There are many kinds of technique for septoplasty with tur- 
binoplasty. Even in the same type of surgery, different techniques 
can have various learning curves. Moreover, the training centers 
of institutions have different curriculums for training inexperi- 
enced surgeons. Trainees are exposed to different training meth- 
ods according to their circumstances. Therefore, we hope more 
studies on learning curves involving various types of surgery 
technique and training institutions will be carried out in the fu- 
ture in order to provide more information on the learning curve 
of septoplasty with turbinoplasty. 

Very satisfactory surgical results for septoplasty with RFVR 
performed by inexperienced surgeons were shown in this study. 
There were few cases of revision and complication, and success 
score was higher than we expected. Furthermore, operation time 



decreased consistently according to accumulation of surgical ex- 
perience. Surgical outcomes reached a plateau over 30 cases. We 
can conclude that surgeons who start to learn septoplasty with 
RFVR do not need to fear of failure and complications, and 
merely need more time to operate when compared with experi- 
enced surgeons. 
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